Intake Report 


Pearl River County Detention Facility 

200 South Main St 
Poplarville, MS 39470 
(601)403-2513 


—Person- 

Name: PAUL MATTHEW PICHON 

DOB: 05/07/1998 AGE: 021 


—Description -—— 
HGT: 608 
RACE: BLACK 
HAIR: BROWN 
FHAIR: BEARD 


—Intake / Booking- 

OFF DATE: 00/00/0000 - Case#: COURT 
INTAKE DATE: 08/12/2019 TIME: 14:48 
INTAKE #: BK0000085561 - 005 
ARRESTING AGENCY: DEPT OF CORR (MDOC) 


WGT: 201 
SEX:M 
EYE: BROWN 
COMPL: LIGHT BR 



—Bond Information- 

WRITTEN BOND: $ .00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

Probation ViolationaUnknown 

CIRCUIT CO 



http://nnydcstraining.eom/agencyinfo/MS/0055/inmate/ICUD0136.HTM 


Mon Aug 12 23:02:40 2019 



























